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SOCIETY OF MICKOSCOPISTS. 299 



COMPARISON OF CENTIMETER SCALE, "FASOLDT II," 
WITH "CENTIMETER SCALE A." 



By Marshall D. Ewell, M. D., F. R. M. S., Chicago, III. 



In order to distinguish this scale from a similar one 
owned by this Society and known as "' Fasoldt I," I have, 
with a writing diamond, marked it " Fasoldt II." The com- 
parisons below recorded were made with the same apparatus 
described in the paper read at the last session ( Proceedings 
Am. Soc. Microscopists, ix, p. 75), using a Bausch& Lomb's 
three-fourth opaque illuminator and a Bullock-Filar microm- 
eter, one division of which = 0.299//. 

Date. 

July 11, 1887 F. II 2.39,« = A 

July 12, 1887 F. II 1.97^ = A 

July 13, 1887 F. II 2.99// = A 

July 14, 1887 F. II 3.08,* = A 

1887 F. II 2.66/* = A 

July 15, 1887 F. II 3.1 v = A 

F. II 3 . 35/ , = A 
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. F. II 3.29," = A 

.F. II 2.60// = A 

.F. II 3 .o8,« = A 

. F. II 3.20/j = A 



F. II 3.80/* = A 

July 19, 1887 F. II 3.02,* = A 

July 20, 1887 F. II 4.19//. = A 

1887 F. II 3.62,* = A 

July 21, 1887 F. II 3.68// = A 

1887 F. II 2. 3 3A = A 
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Date. 

July 22, 1887 F. II 3.41,1/. = A 

July 23, 1887 F. II 3.41/1 = A 

1887 F. II 2.42/* = A 

Mean of 20 comparisons — 

"Fasoldt II," 3.08/* = "A." 

Assuming that "A" — OAJ/j. = T ^ ¥ A ,that being the re- 
sult arrived at from the observations recorded in the paper 
read by the writer at the last session, combined with prior 
observations, we have 

Fasoldt II— 3.2$fL= T U A . 

From the mean of the twenty comparisons recorded in 
the paper read at the last session we found " Fasoldt I " — 
3.18/-*=" A." Substituting the value of "A" as above, we 
have 

" Fasoldtl "— 3.35^= ii.A . 



